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1,1-bisphosphonate and related bisphos- 
phonates in human urine and plasma by 
high-performance ion chromatography 
329 

Buspirone 
Determination of buspirone and 1-(2-pyr- 
imidinyl)piperazine in plasma samples by 
HPLC 470 

Carboxytolbutamide 
Simple HPLC method for the determina- 
tion of tolbutamide and its metabolites in 
human plasma and urine using photodiode- 
array detection 355 

Cardiodilatin/atrial natriuretic peptide 
Separation of synthetic cardiodilatin /atrial 
natriuretic factor and related peptides by 
reversed-phase HPLC 411 

Clostridium difficile toxin B 
Clostridium difficile toxin B: characteriza- 
tion and sequence of three peptides 91 

Cloxacillin 
Assay for cloxacillin in human serum uti- 
lising HPLC with UV detection 243 

Cocaine 
TLC of benzoylecgonine: a rapid qualitative 
method for confirming the EMIT Urine Co- 
caine Metabolite Assays 236 

Codeine 
GC-MS determination of morphine, co- 
deine and 6-monoacetylmorphine in blood 
extracted by solid phase 444 

Cyanide 
Improved GC with electron-capture detec- 
tion using a reaction pre-column for the de- 
termination of blood cyanide: a higher con- 
tent in the left ventricle of fire victims 319 
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Cyclophosphamide 
Analytical and preparative HPLC separa- 
tion of the enantiomers of ifosfamide, cyclo- 
phosphamide and trofosfamide and their 
determination in plasma 133 
Cyclosporin A 
Determination of cyclosporin A in the serum 
of kidney transplant patients by rapid-flow 
fractionation and normal-phase HPLC 
145 
Cystathionine 
HPLC of cystathionine, lanthionine and 
aminoethylcysteine using o-phthaldialde- 
hyde precolumn derivatization 404 
Cytotoxin 
Clostridium difficile toxin B: characteriza- 
tion and sequence of three peptides 91 
m-O-Dealkylated flecainide 
HPLC assay with fluorometric detection for 
flecainide and its major metabolites in urine 
andserum 450 
m-Q-Dealkylated lactam of flecainide 
HPLC assay with fluorometric detection for 
flecainide and its major metabolites in urine 
andserum 450 
Desmethylencainides 
Improved HPLC assay for encainide and its 
metabolites in human body fluids 165 
Desmethylranitidine 
Simultaneous determination of ranitidine 
and its metabolites in human plasma and 
urine by HPLC 175 
Detectors 
Biological detectors in LC 247 
Diacylglycerols 
Measurement of intracellular diacylglycer- 
ols by acetylation and TLC 439 
Diaminopimelic acid 
Two-dimensional GC with electron-cap- 
ture detection used in the determination of 
specific peptidoglycan and lipopolysaccha- 
ride constituents of Gram-negative bacteria 
in infected human urine 71 
Dibenzylamine 
Determination of low concentrations of di- 
benzylamine in human plasma and urine by 
GC with a nitrogen-phosphorus detector 206 
Diltiazem 
Determination of diltiazem in human whole 
blood and plasma by HPLC using a poly- 
meric reversed-phase column and utilizing 
a salting-out extraction procedure 365 
Disialogangliosides 
HPLC separation of gangliosides, com- 


bined with immunological detection and fast 
atom bombardment MS characterization 
263 

Dopamine 
Analysis of biogenic amines in the brain of 
the American cockroach (Periplaneta 
americana) by GC-negative ion chemical 
ionisation MS 9 

Ecgonine 
TLC of benzoylecgonine: a rapid qualitative 
method for confirming the EMIT Urine Co- 
caine Metabolite Assays 236 

Ecgonine methyl ester 
TLC of benzoylecgonine: a rapid qualitative 
method for confirming the EMIT Urine Co- 
caine Metabolite Assays 236 

EMIT Urine Cocaine Metabolic Assays 
TLC of benzoylecgonine: a rapid qualitative 
method for confirming the EMIT Urine Co- 
caine Metabolite Assays 236 

Encainide 
Improved HPLC assay for encainide and its 
metabolites in human body fluids 165 

Enzymes 
Determination of lipoyllysine derived from 
enzymesby LC 33 

Enzymes 
Purification of human muscle phosphogly- 
cerate mutase by fast protein LC based on 
hydrophobic interactions 424 

Escherichia coli 
Elimination of contaminating Escherichia 
coli peptides in the purification of Esche- 
richia coli-derived recombinant human in- 
terferon-f1 by zinc chelate affinity chro- 
matography 193 

Fengabine 
Determination of the GABAergic antide- 
pressant drug fengabine and some of its me- 
tabolites in plasma by capillary GC with 
electron-capture detection 81 

Flecainide 
HPLC assay with fluorometric detection for 
flecainide and its major metabolites in urine 
andserum 450 

Galactitol 
Rapid analysis of sorbitol, galactitol, man- 
nitol and myoinositol mixtures from biolog- 
icalsources 1 

Galactosyl-hydroxylysine 
HPLC preparation of galactosyl-hydroxy- 
lysine, a specific bone collagen marker 285 

Gangliosides 
HPLC separation of gangliosides, com- 
bined with immunological detection and fast 


& 
i 
| 


atom bombardment MS characterization 
263 

Glucose 
Inhibition of glucose utilization in uremia 
by hippurate: LC isolation and MS and 
NMR spectroscopic identification 186 

Glycoproteins 
Application of analytical isotachophoresis 
in the study of platelet membrane proteins 
in patients with chronic myeloproliferative 
disorders 53 

Haem 
Chromatographic analysis, isolation and 
partial characterization of two photocata- 
lysed reaction products of haem and qui- 
none 311 

Hexitols 
Rapid analysis of sorbitol, galactitol, man- 
nitol and myoinositol mixtures from biolog- 
ical sources 1 

Hippurate 
Inhibition of glucose utilization in uremia 
by hippurate: LC isolation and MS and 
NMR spectroscopic identification 186 

1-Hydroxy-3-aminopropylidene-1,1-bisphos- 
phonate 
Assay of 1-hydroxy-3-aminopropylidene- 
1,1-bisphosphonate and related bisphos- 
phonates in human urine and plasma by 
high-performance ion chromatography 
329 

3-Hydroxymyristic acid 
Two-dimensional GC with electron-cap- 
ture detection used in the determination of 
specific peptidoglycan and lipopolysaccha- 
ride constituents of Gram-negative bacteria 
in infected human urine 71 

2-Hydroxypyridineadibendan 
Automated pre-column HPLC method for 
the investigation of adibendan metabolism 
155 

Hydroxytolbutamide 
Simple HPLC method for the determina- 
tion of tolbutamide and its metabolites in 
human plasma and urine using photodiode- 
array detection 355 

5-Hydroxytryptamine 
Analysis of biogenic amines in the brain of 
the American cockroach (Periplaneta 
americana) by GC-negative ion chemical 
ionisationMS 9 

Ifosfamide 
Analytical and preparative HPLC separa- 
tion of the enantiomers of ifosfamide, cyclo- 
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phosphamide and trofosfamide and their 
determination in plasma 133 

Interferon-f1 
Elimination of contaminating Escherichia 
coli peptides in the purification of Esche- 
richia coli-derived recombinant human in- 
terferon-f1 by zinc chelate affinity chro- 
matography 193 

a-Ketoglutarate dehydrogenase 
Determination of lipoyllysine derived from 
enzymesby LC 33 

Lanthionine 
HPLC of cystathionine, lanthionine and 
aminoethylcysteine usiig o-phthaldialde- 
hyde precolumn derivatization 404 

Lipopolysaccharides 
Two-dimensional GC with electron-cap- 
ture detection used in the determination of 
specific peptidoglycan and lipopolysaccha- 
ride constituents of Gram-negative bacteria 
in infected human urine 71 

Lipoyllysine 
Determination of lipoyllysine derived from 
enzymesbyLC 33 

Mannan 
Affinity chromatography of anti-mannan 
antibodies on mannan-acrylamide copoly- 
mers 418 

Mannitol 
Rapid analysis of sorbitol, galactitol, man- 
nitol and myoinositol mixtures from biolog- 
icalsources 1 

Membrane proteins 
Application of analytical isotachophoresis 
in the study of platelet membrane proteins 
in patients with chronic myeloproliferative 
disorders 53 

3-Methoxy-O-desmethylencainide 
Improved HPLC assay for encainide and its 
metabolites in human body fluids 165 

3,4-Methylenedioxyamphetamine 
Determination of 3,4-methylenedioxyam- 
phetamine and 3,4-methylenedioxymeth- 
amphetamine enantiomers in whole 
blood 59 

3,4-Methylenedioxymethamphetamine 
Determination of 3,4-methylenedioxyam- 
phetamine and 3,4-methylenedioxymeth- 
amphetamine enantiomers in whole 
blood 59 

6-Monoacetylmorphine 
GC-MS determination of morphine, co- 
deine and 6-monoacetylmorphine in blood 
extracted by solid phase 444 
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Monosialogangliosides 
HPLC separation of gangliosides, com- 
bined with immunological detection and fast 
atom bombardment MS characterization 
263 

Moricizine 
Improved column LC method for the deter- 
mination of moricizine in plasma or serum 
458 

Morphine 
GC-MS determination of morphine, co- 
deine and 6-monoacetylmorphine in blood 
extracted by solid phase 444 

Myoinositol 
Rapid analysis of sorbitol, galactitol, man- 
nitol and myoinositol mixtures from biolog- 
icalsources 1 

Netilmicin 
Determination of the aminoglycoside anti- 
biotics sisomicin and netilmicin in dried 
blood spots on filter discs, by HPLC with 
pre-column derivatization and fluorimetric 
detection 125 

Noradrenaline 
Analysis of biogenic amines in the brain of 
the American cockroach (Periplaneta 
americana) by GC-negative ion chemical 
ionisation MS 9 

p-Octopamine 
Analysis of biogenic amines in the brain of 
the American cockroach (Periplaneta 
americana) by GC-negative ion chemical 
ionisationMS 9 

Ofloxacin 
TLC separation and in situ fluorimetric de- 
termination of ofloxacin in plasma and 
pleural fluid 395 

N-Oxypyridineadibendan 
Automated pre-column HPLC method for 
the investigation of adibendan metabolism 
155 

Penicillin G 
Development of an analytical method for 
penicillin G in bovine milk by LC with UV- 
visible detection and confirmation by MS 
detection 101 

Peptides 
Application of analytical isotachophoresis 
in the study of platelet membrane proteins 
in patients with chronic myeloproliferative 
disorders 53 

Peptides 
Clostridium difficile toxin B: characteriza- 
tion and sequence of three peptides 91 


Peptides 
Elimination of contaminating Escherichia 
coli peptides in the purification of Esche- 
richia coli-derived recombinant human in- 
terferon-f1 by zinc chelate affinity chro- 
matography 193 

Peptides 
HPLC determination of substance P-like 
arginine-containing peptide in rat brain by 
on-line post-column fluorescence derivati- 
zation with benzoin 301 

Peptides 
Separation of synthetic cardiodilatin/atrial 
natriuretic factor and related peptides by 
reversed-phase HPLC 411 

Peptidoglycans 
Two-dimensional GC with electron-cap- 
ture detection used in the determination of 
specific peptidoglycan and lipopolysaccha- 
ride constituents of Gram-negative bacteria 
in infected human urine 71 

Phosphoglycerate mutase 
Purification of human muscle phosphogly- 
cerate mutase by fast protein LC based on 
hydrophobic interactions 424 

Pioglitazone 
Determination of pioglitazone in dog serum 
using solid-phase extraction and HPLC with 
UV (229 nm) detection 377 

Platelet membrane proteins 
Application of analytical isotachophoresis 
in the study of platelet membrane proteins 
in patients with chronic myeloproliferative 
disorders 53 

Probucol 
Automated column LC determination of 
probucol in human serum and lipoprotein 
fractions 230 

Proteins 
Application of analytical isotachophoresis 
in the study of platelet membrane proteins 
in patients with chronic myeloproliferative 
disorders 53 

1-(2-Pyrimidiny] ) piperazine 
Determination of buspirone and 1-(2-pyri- 
midinyl)piperazine in plasma samples by 
HPLC 470 

Pyruvate dehydrogenase 
Determination of lipoyllysine derived from 
enzymesby LC 33 

Quinone 
Chromatographic analysis, isolation and 
partial characterization of two photocata- 
lysed reaction products of haem and qui- 
none 311 
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Ranitidine 
Simultaneous determination of ranitidine 
and its metabolites in human plasma and 
urine by HPLC 175 

Ranitidine oxides 
Simultaneous determination of ranitidine 
and its metabolites in human plasma and 
urine by HPLC 175 

Renin 
Determination of renin activity in human 
plasma by column-switching HPLC with 
fluorescence detection 43 

Roxithromycin 
Micro-method for the determination of rox- 
ithromycin in human plasma and urine by 
HPLC using electrochemical detection 
115 

Sisomicin 
Determination of the aminoglycoside anti- 
biotics sisomicin and netilmicin in dried 
blood spots on filter discs, by HPLC with 
pre-column derivatization and fluorimetric 
detection 125 

Sorbitol 
Rapid analysis of sorbitol, galactitol, man- 
nitol and myoinositol mixtures from biolog- 
icalsources 1 

Substance P 
HPLC determination of substance P-like 
arginine-containing peptide in rat brain by 
on-line post-column fluorescence derivati- 
zation with benzoin 301 

Sugars 
Rapid analysis of sorbitol, galactitol, man- 
nitol and myoinositol mixtures from biolog- 
ical sources 1 

Synchronized accumulating radioisotope 
detector 
Radio-GC on wide-bore capillary colums 
equipped with a synchronized accumulating 


radioisotope detector 21 

Tetracycline 
Automated HPLC analysis of tetracycline 
inurine 474 

Thiopental 
HPLC method for determining thiopental 
concentrations in twelve rat tissues: appli- 
cation to physiologic modeling of disposi- 
tion of barbiturate 339 

a-Tocopherol 
Measurement of vitamin E in premature in- 
fants by reversed-phase HPLC 432 

Tolbutamide 
Simple HPLC method for the determina- 
tion of tolbutamide and its metabolites in 
human plasma and urine using photodiode- 
array detection 355 

Toloxatone 
Simple HPLC method for the measurement 
of toloxatone in rabbit cerebrospinal fluid 
andplasma 387 

Toxin B 
Clostridium difficile toxin B: characteriza- 
tion and sequence of three peptides 91 

Trimetazidine 
Determination of trimetazidine in biologi- 
cal fluids by GC-MS _ 198 

Trofosfamide 
Analytical and preparative HPLC separa- 
tion of the enantiomers of ifosfamide, cyclo- 
phosphamide and trofosfamide and their 
determination in plasma 133 

Tyramine 
Analysis of biogenic amines in the brain of 
the American cockroach (Periplaneta 
americana) by GC-negative ion chemical 
ionisation MS 9 

Vitamin E 
Measurement of vitamin E in premature in- 
fants by reversed-phase HPLC 432 


